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ACTION EUR-25 

INFO OCT-01 ISO-OO CIAE-00 PM-07 INR-11 L-03 ACDA-19 

NSAE-00 PA-04 RSC-01 PRS-01 SP-03 USIA-15 TRSE-00 

SAJ-01 DRC-01 /092W 

029217 

R 291640Z JUL 74 
FM USMISSION NATO 
TO USDOC 

INFO SECSTATE WASHDC 6946 
SECDEF WASHDC 

UNCLAS USNATO 4126 

E.O. 11652: N/A 
TAGS: MCAP NATO 

SUBJECT: NAMSA REQUEST FOR ELECTRIC GENERATOR MAINTENANCE 
SERVICES 

1. FOLLOWING MESSAGE DATED 26 JULY 74 RECEIVED FROM 
NSC CAPF.LT ,F.N: 

QUOTE SUBJ: REQUEST FOR SOURCES. NAMSA HAS A REQUIREMENT 
FOR MAINTENANCE ON-SITE ACE HIGH NO-BREAK POWER EQUIPMENT. 
TWENTY-ONE STATIONS ARE TO BE SERVCIED FOR AN ESTIMATED VALUE 
OF $150,000 COVERING THREE YEARS DURATION. THE NO-BREAK POWER 
INSTALLATION CONSISTS OF A D.C. MOTOR WHICH DRIVES A FLYWHEEL 
AND A GENERATOR. THE REGULATING AND CONTROL ASSEMBLIES ARE MOUNTED 
IN A SWITCHED CABINET AND THE ELECTRIC CONTROL UNITS ARE OF 
MODULATOR CONSTRUCTION. PERFORMANCE WOULD BEGIN ON OR ABOUT 155 
FEB 75. A TECHNICAL DATA PACKAGE IS AVAILABLE AT NAMSA UNQUOTE. 

2. NOTIFICATION OF US INTEREST SHOULD BE SENT DIRECTLY TO NSC, 

COPY TO US MISSION. PRENDERGAST 

UNCLASSIFIED 

« END OF DOCUMENT » 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 1 1 JUN 1999 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 29 JUL 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974ATO04126 

Document Source: ADS 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: n/a 

Film Number: n/a 

From: NATO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740788/abbrywjk.tel 

Line Count: 44 
Locator: TEXT ON-LINE 
Office: n/a 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 06 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <06 NOV 2002 by WorrelSW>; APPROVED <23 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NAMSA REQUEST FOR ELECTRIC GENERATOR MAINTENANCE SERVICES 

TAGS: MCAP NATO 

To: USDOC INFO STATE 

SECDEF 

Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




